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PIPE WRENCH 


The Lawson Pipe Wrench | 


Forged Steel Throughout 


A thoroughly modern wrench of proven utility, ab- 
normal strength and long life. Simple in construction, 
mechanically correct in design; and entirely forged 
from a high carbon steel, scientifically heat treated and 
tempered. 

The offset handle on the LAWSON Wrench 
gives working access to square OF round objects 
in congested locations. I twill give one 
eighth turn of a pipe lying parallel 
with a floor, wall or ceiling. 


Grip 
Strength 
Accessibility 
i The 18-inch size wrench and larger has 
an inserted handle jaw, shown in cut to left, 
—= which can be replaced, should same become 
wom, thus prolonging life indefinitely. 
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_The above cut showing the parts, illustrates the 
simplicity of construction. . 


The illustration to the right, sh h 
handle works in tight plac a , shows how the angle 
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